DOCKETED ITEMS       85

-9005150008 Insp Repts 50-295/90-06 & 50-304/90-06 on 900311-0418.No violations
or    deviations    noted.Major    areas    inspected:    summary    of    operations.safety
verification.ESF   sys.monthly   surveillance/maint.emergency   preparedness   &   fuel
moves.
SANDS.S.P. Region 3, Ofc of the Director. 90/05/04. 18pp. 53831:065-53831:082.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005160250 Advises that util 900129 response to NRC Bulletin 89-003 re potential loss
of required shutdown margin during refueling operations acceptable.
SHEMANSKI.P.C. Project Directorate III-2. 90/05/11. KOVACH.T.J. Commonwealth
Edison Co. 6pp. 53851:295-53851:300.

9005220225 Confirms plans for 900521 mgt meeting w/util in Zion.lL to discuss im-
provement in maint performance.control room professionalism & interdepartmental
communications.

GREENMAN.E.G. Region 3, Ofc of the Director. 90/05/15. REED.C. Commonwealth
Edison Co. 1p. 54009:001-54009:001.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Lirnitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005030188 "Radwaste & Environ Monitoring Annual Rept 1989." W/900426 Itr.
JOYCE.T.P. Commonwealth Edison Co. 89/12/31. DAVIS.B. Region 3, Ofc of the Di-
rector. 467pp. 53711:244-53712:350.

9005180053 Monthly operating rept for Apr 1990 for Zion Generating Station,Units 1 &
2.W/900511 Itr.

THOMAS.J., JOYCE.T.P. Commonwealth Edison Co. 90/04/30. 12pp. 53860:199-
53860:210.

9005160354 Forwards corrected monthly operating rept for Mar 1990 for Zion Unit
1 .Original rept did not reflect correct forced outage duration for time period.
JOYCE.T.P. Commonwealth Edison Co. 90/05/03. Document Control Branch (Docu-
ment Control Desk). 1p. 53834:346-53834:348.

-9005160356 Corrected monthly operating rept for Mar 1990 for Zion Unit 1.
THOMAS,J. Commonwealth Edison Co. 90/03/31. 2pp. 53834:347-53834:348.

S. Reportable occurrences, LERs & related correspondence

9005240010 LER 90-009-00:on 900418-21,incorrect samples of vent stack & gas & par-
ticulate activity taken when radiation monitor ORT-PR18 out of svc on 90041 S.Caused
by personnel error. Stricter mgt controls imposed re monitors.W/900521 Itr.
GEDDES.P.. JOYCE.T.P. Commonwealth  Edison Co.  90/05/21.  4pp.  53916:204-
53916:207.

V. Operator Examinations

9005160058 Provides info re generic fundamentals exam section of operator licensing
written exam to be administered on 900606.Map of area including time & location
where exams will be administered also encl.

WRIGHT.G.C. Region 3, Ofc of the Director. 90/05/09. Commonwealth Edison Co.
5pp. 53865:054-53865:058.

9005220288 Advises that requalification program evaluation scheduled for wk of
900910.Ref matl,listed on encl,should be provided at least 60 days prior to exam date.
WRIGHT.G.C. Region 3, Ofc of the Director. 90/05/14. REED.C. Commonwealth
Edison Co. 7pp. 53899:265-53899:271.
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F. Security, medical, emergency & fire protection plans

9005160138 Rev 5 to "Radiological Emergency Plan." W/900507 Itr.
WALLACE.E.G. Tennessee Valley Authority. 90/04/06. 85pp. 53852:148-53852:232.

9004250253 Forwards Insp Repts 50-259/90-05,50-260/90-05 & 50-296/90-05 on
900216-0316 & notice of violation.Concern raised re mgt control to ensure implemen-
tation of fire protection program & apparent lack of knowledge of compensatory
measures.

WILSON.BA Assistant Director for Inspection Programs. 90/04/17. KINGSLEY.O.D.
Tennessee Valley Authority. 4pp. 53603:202-53603:228.

-9004250255 Notice of violation from insp on 900216-0316.Violation noted:failure of op-
erator to check normal feeder breaker ac volts & Units 1 & 2 hose stations protected
by single-gated wye connection station.

WILSON.B.A. Assistant Director for Inspection Programs. 90/04/17. 2pp. 53603:206-
53603:207.

-9004250256 Insp Repts 50-259/90-05,50-260/90-05 & 50-296/90-05 on 900216-
0316.Violations noted.Major areas inspected: surveillance/maint observation,employee
concerns program subcategory rept & restart test program.

CARPENTER.D.R.  Region  2,  Cfc of the  Director.  90/04/17.  21pp.  53603:208-
53603:228.

9004260232 Discusses facility restart plan.Rev to security plan will be submitted by
900515 to allow security guards to be relocated from drywell to secondary
containment.Tech Spec revs re fire protection program will be submitted by 900810.
MEDFORD.M.O. Tennessee Valley Authority. 90/04/20. Document Control Branch
(Document Control Desk). 5pp. 53615:208-53615:212.

9005030262 Rev 6 to EPIP-05, "General Emergency." W/900424 Itr.
WALLACE.E.G. Tennessee Valley Authority. 90/04/24. 14pp. 53718:328-53718:341.

9005030302 Forwards Insp Repts 50-259/90-12,50-260/90-12 & 50-296/90-12 on
900404 & notice of violation.Notice of violation withheld (ref 10CFR2.790(d) & 73.21).
WILSON.B.A. Assistant Director for Inspection Programs. 90/04/26. KINGSLEY.O.D.
Tennessee Valley Authority. 4pp. 53719:116-53719:120.

-9005030311 Partially withheld Insp Repts 50-259/90-12,50-260/90-12 & 50-296/90-12
on    900404    (ref    10CFR2.790(d)    &    73.21).    Violations    noted-Map'    areas
inspected:personnel access control & safeguards contingency plan implementation.
THOMPSON.D. Region 2, Ofc of the Director. 90/04/24. 1p. 53719:120-53719:120.

9005040167 Documents resolution of NRC PRA & 890710 emergency operating proce-
dure concerns.per 900411 telcon.Util will revise human factors consideration which in-
cludes estimation of probability of operator errors for next PRA update.
WALLACE.E.G. Tennessee Valley Authority. 90/05/01. Document Control Branch
(Document Control Desk). 3pp. 53739:084-53739:086.

9005160135 Rev 6 to EPIP-7, "Procedure Review & Approval Cover Sheet." W/900510
Itr.

CORNELIUS.T.W..  WALLACE.E.G.  Tennessee  Valley  Authority.  90/05/10.  29pp.
53831:112-53831:142.

9005230311 Forwards Insp Repts 50-259/90-11,50-260/90-11 & 50-296/90-11 on
900416-18.No violations or deviations noted.

WILSON.B.A. Assistant Director for Inspection Programs. 90/05/11. KINGSLEY.O.D.
Tennessee Valley Authority. 4pp. 53920:308-53920:318.

-9005230312   Insp   Repts  50-259/90-11,50-260/90-11   &  50-296/90-11   on   900416-
18.No violations or deviations noted.Major areas inspected:App R issues identified
during insp on 890501-05 & 0717-21.
HARRIS.J.R. Region 2, Ofc of the Director. 90/05/08. 7pp. 53920:312-53920:318.

9005220037 Forwards Rev 15 to physical security/contingency plan, consisting of
changes for provision of positive access control during major maint & refueling oper-
ations to one of two boundaries.Rev withheld (ref 10CFR73.21).
WALLACE.E.G. Tennessee Valley Authority.  90/05/14. Document Control Branch
(Document Control Desk). 2pp. 53905:220-53905:221.

9005220040 Forwards Rev 14 to physical security/contingency plan.Rev withheld (ref
10CFR73.21).

WALLACE.E.G. Tennessee Valley Authority. 90/05/14. Document Control Branch
(Document Control Desk). 2pp. 53879:327-53879:328.

9005220308 Forwards Rev 16 to security personnel training & qualification plan.Rev
withheld (ref 10CFR2.790).

WALLACE.E.G. Tennessee Valley Authority. 90/05/15. Document Control Branch
(Document Control Desk). 2pp. 53900:355-53900:356.

9005240023 Responds to NRC 900417 Itr re violations noted in Insp Repts 50-259/90-
05,50-260/90-05 & 50-296/90-05.Corrective action: senior reactor operator assigned
to fire protection staff for day-to-day supervision of fire protection program.
MEDFORD.M.O. Tennessee Valley Authority. 90/05/18. Document Control Branch
(Document Control Desk). 6pp. 53908:104-53908:109.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004270017 Forwards questions to H Myers on 900406 re facility cables.
CALLAHAN.M.S. NRC - No Detailed Affiliation Given. 90/04/10. NRC - No Detailed
Affiliation Given. 90pp. 53633:127-53633:349.

-9004270054 Provides questions raised due to 900205 response to 900116 Question
IX(I) re 10CFR50.55e reporting requirements.

MYERS.H. Congress (Joint & Rotating Committees, etc.). 90/02/07. RATHBUN.D.
NRC - No Detailed Affiliation Given. 2pp. 53633:279-53633:281.

-9004270058 Forwards questions re facility design basis & cadwells.
CALLAHAN.M.S. NRC - No Detailed Affiliation Given. 90/04/10. NRC - No Detailed
Affiliation Given. 26pp. 53633:282-53633:307.

-9004270066 Provides questions re 900202 answer to 900118 Question VIII-A-1 re
design baseline & verification program.

MYERS.H. Congress (Joint & Rotating Committees, etc.). 90/02/03. RATHBUN.D.
NRC - No Detailed Affiliation Given. 2pp. 53633:308-53633:309.

-9004270102 Forwards response to H Myers 900203,05 & 06 questions.
BLAHA.J.L Assistant for Operations (Post 890205). 90/02/28. RATHBUN.D.K. Con-
gressional Affairs. 2pp. 53633:312-53633:313.

9004260068 Forwards list of unresolved USIs.per Generic Ltr 89-21, including USI A-7
re Mark I containment long-term program, A-9 re ATWS.A-10 re BWR feedwater
nozzle cracking,A-44 re station blackout & A-47 re control sys in LWRs.
BLACK.S. Assistant  Director for  Projects.  90/04/19.  KINGSLEY.O.D. Tennessee
Valley Authority. 4pp, 53615:118-53615:121.

9004300064 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, revising
Tech Specs to remove ref to fixed in line rotometer listed in Table 3.2.D under rad-
waste effluent instrumentation.

RAY.M.J. Tennessee Valley Authority. 90/04/19. Document Control Branch (Docu-
ment Control Desk). 2pp. 53665:040-53665:047.0/05/04. REED.C. Commonwealth
